TABLE 1 FREQUENCY OF MEIOCYTES (EXPRESED IN PERCENTAGE) WITH KARYOTOXIC SYMPTOMS
IN CHROTOGONUS SAUSSUREI OF SEWAGE AND POLLUTED ENVIRONMENT

CONTROL Cells with
	SEWAGE Cells with
	

Weight       Weight      Cells        Vag      Bridand     Total group           (mg)       scored                     Frag
	Cells         Vag      Brid and scored                       Frag
	Total

I            70-79     485             1.05         0.61         1.65
	301             6.64         2.98
	9.61**

n          136-146    720             0.41         0.83         1.25
	715            3.63         1.39
	5.17*

Percentage difference comparison between weight group I and II
	8 3.01         1.65
	8
 4.5

Vag =Vagrancy      Brid = Bridges
**(P<0.01)         *(P<0.05)

Frag = Fragments

S (P < 0.05)     (ProporUon Test)